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COPY 7 OF ~~ 


ATLL at MIS aah 


8 September 1969 .. . _ Zz 


SUBJECT: Transmittal of July 1960 Certificate for. aa Gin 
Westinghouse Services pina 2 Ho 


TOs Contracting Officer 
Transmitted herewith are two copies of the Westinghouse 


vertificate of Performance of Maintenance for the month of July 
1960. 


ME Geparted Del Rio 27 June 1960. MEM, who 9 FOIAb3a 


will be his replacement, is scheduled to arrive on or about 
29 August 1960. 


ee |;:.; temporarily assigned to Del Rio while 


was on official leave, 
SS=n FOIAbSb 


1 Atch 
a/s It. Colonel, USAF 
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